CYPRESS  CATHEDRAL 

1801  Havendale  Blvd. 
Winter  Haven,  Florida  33880 
Quentin  Edwards,  Pastor 

"The  church  where  people  of  many 
backgrounds  worship  God.  " 

Top  Picture:  Back  view  of  the  church 
Center  Picture:  Front  view 
Bottom  Picture:  Side  view 

The  Cathedral  will  sit  in  the  middle  of  22  beautiful 
acres  with  condominiums,  recreational  center  and  a 
retirement  home  situated  on  the  lake.  The  building 
is  300  feet  wide  by  60  feet  high  and  will  have  a 
70  foot  white  dove  as  the  main  lighting  of  the 
auditorium. 
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